Archbishop Vigano Claims Pope Francis Lied, Knew About 
McCarrick’s Abuse 


ve tonyodarg.wordpress.com/2020/01/04/archbishop-vigano-claims-pope-francis-lied-knew-about-mccarricks-abuse 


Tony Odarg January 4, 2020 








First published at 20:39 UTC on May 31st, 2019. 
The great accuser says Bergoglio lies and covers up. Who knew! 


#Vigano #Mccarrick #PopeFrancis #Coverup #CardinalWuerl 
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